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01 / 06/12 


Kevin Klagge 

Student Prosecutor Suffolk County DA’s Office 


Dear Mr. Klagge, 


Enclosed is the information you requested in regards to Commonwealth vs. 
included are copies of the following; 



1. Drug Analysis Laboratory Receipt. 

2. Control Card with analytical results for sample # 

3. Analysis sheet with chemist’s hand notations and test results. 

4. GC/Mass Spectral analytical data for sample # 

GC/MS testing was performed by Lisa Glazer. All other analyses were performed by Kate 
Corbett. If you have any questions about these materials, please call me at the number 
below. 



Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6632 


Corbett email PRR 020882 







PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 



City or Department: Hof h c n U i' Ly Police Reference No.:_ 

ii: e; D c p t-. ^ 

Name and Rank of Submitting Officer: h e. -h -e c f < v .^lo n a f ha >''! Qo^ d- 


Defendanf(s) Name (last, first, initial): 



To be completed by Submitter 
Description of Items Submitted 


To be completed by Lab Personnel 
Gross Weight Lab Number 


ont P i c/S'h i' 

O c ^ / I'l t ct uJ h i t t {-\ L> r0 r~) 

p c lOd c y ^ u (p 5 pcL nc-e^ _ 











No. 

City; Northeastern Univ. 
Officer; 

Def; 


Amount 
NO. Cent 1 
Date Rec'd; 08/29/2011 

Gross Wt.; 


Cont pb 


Prelim; ^-^(^ 1 ) C\ 


Date Analyzed; ^ 

Police Dept. 



Subst; SUB 




Corbett email PRR 020884 




PRELrMINARY TESTS 
Spot Tests 


Cobalt 



MIcrocrvstaHIno Tests 


Gold 

Chloride 


Mecke's 


PRELIMINARY TEST RESULTS 


RESULTS 


DATE 


iA)\n 

, I II 


GC/MS CONFIRMATORY TEST 


RESULTS 

MS 

OPERATOR _ 

DATE 





Revised 7/2005 
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Area Percent / Library Search Report 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C;\msdchem\l\data\SYSTEM6\12_02_ll\809536.D 
LAG 

2 Dec 2011 20:22 

BLANK 


DRUGS.M 
RTE 


Abundance 


TtC: 809536.D\da(a.ms 






Time-> 2,00 3.00 4.00 5.00 6.00 7.00 8.00 9.00 10.00 11.00 12,00 


Ret. Time 


Area % Ratio % 


***N0 INTEGRATED PEAKS*** 



309536 .D 


Fri Jan 06 13:21:00 2012 


Page 1 


Corbett email PRR 020886 





Area Percent / Library Search Report 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C;\msdchem\l\data\SYSTEM6\12_02_ll\809537.D 
liAG 

2 Dec 2011 20:38 

HEROIN STD 

37 

DRUGS,M 
RTE 


Abundance 


600000 


400000 


200000 


TIC: 809537.DWata.ms 
6.770 



Time-> 2.00 3.00 4.00 5.00 6.00 7.00 8.00 9.00 10.00 11.00 12.00 


Ret. Time 


Area Area % Ratio % 


6.770 


1116918 100.00 100.00 


809537.D 


Fri Jan 06 13:21:06 2012 


Page 1 


Corbett email PRR 020887 






Area Percent / Library Search Report 



t - -- ------ 

File Name ; C;\msdchem\l\data\SYSTEM6\12_02_li\809537.D 

Operator : LAG 

Date Acquired ; 2 Dec 2011 20:38 

Sample Name ; HEROIN STD 

Submitted by : 

Vial Number : 37 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries; C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_T0X2.L 

PK# RT Library/ID CAS# Qual 


1 6.77 C;\Database\SLl.L 

HEROIN 000561-27-3 91 


Abundance Average of 6.717 to 6.912 mir».: 809537.D\data.ms (-) 



mlz- > 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 36 0 

Abundance #1: HEROIN 



mlz--> 4 0 60 80 10 0 120 140 160 180 20 0 220 24 0 260 280 300 320 3 40 360 


809537.D Fri Jan 06 13:21:06 2012 Page 2 


Corbett email PRR 020888 










Area Percent / Library Search Report 







Area Percent / Library 


C:\msdchera\l\data\SYSTEM6\l2_02 
LAG 

2 Dec 2011 21:10 


KAC 

39 

DRUGS.M 
RTE 




809539.D 


Fri Jan 06 13:22:14 2012 


Report 



11\809539.D 













Area Percent / Library Search Report 



















Area Percent / Library Search Report 



File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\msdchem\l\data\SYSTEM6\l2_02_ll\809539.D 
LAG 

2 Dec 201 1 21:10 

KAC 

39 

DRUGS.M 
RTE 


Search Libraries: Cr\Database\SLI.L Minimum Quality; 80 

C;\Database\NIST08.L Minimum Quality; 80 

C ; \Database\PMW__TOX2 . L 

PK# RT Library/ID CAS# Qual 


2 6.18 C;\Database\NIST08.L 


6-Monoacetylmorphine 

002784-73-8 

99 

6-Monoacetylmorphine 

002784-73-8 

99 

6-Monoacetylmorphine 

002784-73-8 

99 




809539.D Fri Jan 06 13:22:15 2012 


Page 3 


Corbett email PRR 020892 












Area Percent / Library Search Report 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C;\msdchem\l\data\SYSTEM6\l2_02_ll\809539.D 
LAG 

2 Dec 2011 21:10 


KAC 

39 

DRUGS.M 
RTE 


Search Libraries; 


\Database\SLI.L 
\Database\NIST08.L 
\Database\PMW T0X2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PKff RT 


Library/ID 


3 6.76 C:\Database\SLI.L 

HEROIN 


000561-27-3 93 


Abundance 


Average of 6.723 to 6.859 min.; d09539.D\tJata.ms (-) 


94 124 j 


.iJi.,iT23925 


2?65<.q253 I 284 


40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 


Abundance 


#1: HEROIN 


94 162 


r .illLj ,U 1L1..4, .1. , 11341 

I ^ ^ ^ I I I 1 I I 'rrTi'i TTri I'Tiv p 7 -rf T*^'rT T f j V 1 1'i^j T r 1 > I'r r r < ^ < F 

40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 


309539.D 


Fri Jan 06 13:22:15 2012 


Page 4 
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Area Percent / Library Search Report 



File Name ; C:\msdchem\l\data\SYSTEM6\12_02_ll\809545,D 

Operator ; LAG 

Date Acquired ; 2 Dec 2011 22;45 

Sample Name ; BLANK 

Submitted by : 

Vial Number : 1 

AcquisitionMeth; DRUGS.M 
Integrator : RTE 


Abundance TIC: 869545.b\data.tns 



Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


809545.D Fri Jan 06 13:23:24 2012 Page 1 


Corbett email PRR 020894 




Area Percent / Library Search Report 




File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMethr DRUGS.M 
Integrator : RTE 


C:\msdGhem\l\data\SYSTEM6\12_02_ll\809546.D 

LAG 

2 Dec 2011 23:00 

HEROIN STD 


37 


Abundance 


TIC; 809546.D\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 

6.770 

1180080 

100.00 

100.00 


B09546.D Fri Jan 06 13:23:28 2012 Page 1 


Corbett email PRR 020895 







Area Percent / Library Search Report 




’n!z-> 40 60 80 100 120 140 160 180 200 220_ 240 260 280 300 320 340 360 

'Abundance #1: HEROIN 



309546.D Fri Jan 06 13:23:29 2012 Page 2 


Corbett email PRR 020896 








